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FOR GOD any wy COONEY, 


THE REPUBLIC OF UGANDA 
MINISTRY OF HEALTH 


COVID-19 Test Certificate 
Result Number: BFO823 


This is to certify that NAKIMBUGWE JOAN, 29 years, Female, ID 
Number B1407550 tested Negative for Covid-19 on Oct-18-2021 
following alaboratory test performed at Makerere University 
College of Health Sciences,Uganda. 
This certificate is not a guarantee against future infections. 
Observe hygiene and always wear a face mask while in public. 





Test certificate issued by Ministry Of Health for the Republic of Uganda 


